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/Start Point: N 71 from Cork 
through Clonakilty to R599 
Dunmanway turn-off. 
Look out for signs on left to 
Reenascreena. SAt Reenascreena, 
swing right at O'DriscolI's pub 
with signpost Carrigfada Church. 
A second sign takes us left to the 


church and car park. 

Distance: 3.8km (allow 2hrs) 

Diff iculty: Can be a tough steep 
climb of l82m,on steps; some short, 
steep descents. 


Map: OS Number 86 ^ 
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